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adjustment is made at the steam valve of the oil pressure
pump.

The burner valve is used for isolating burners which
require attention, and replaces the distribution valve
boxes previously mentioned.

In the case of boilers having several furnaces, it is
preferable to have a distribution valve box, instead of
valves on the burners themselves, in order that any fire-
door can be opened without the necessity of shutting off
the oil supply to all the furnaces of the boiler.

